Historic,  Archive  Document 

Do  not  assume  content  reflects  current 
scientific  knowledge,  policies,  or  practices. 
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SCOTCH  HEATHER 

Strqng,  field-grown  clumps.  Propagated  from  thor- 
oughly  acclimated  stock,  which  has  grown  here  on 
this  farm  for  half  a century. 

2000  clumps  4 to  6"  across  ....  $25  per  100 

_ 500  “ 6 to  9"  “ ....  $40  “ “ 

100  “ 9 to  12"  “ ....  $75  “ “ 

LOWLAND  RHODODENDRON  FARM 
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Kingston,  R.  I. 


